stated that the float coal dust had accumulated on the rock
dusted surfaces.  He stated that the entire area in question
was damp and that the top was leaking.  He explained that
most of the area is cribbed because of a bad top condition
and that it was difficult to travel through the crosscuts
with equipment.  Under the circumstances/ rock dust must be
taken in on the belt and the area had to be hand dusted.  The
cited areas looked white to him, and he believed the cited
accumulations had existed for possibly one prior shift or at
most 2 days.

Inspector Pati confirmed that he issued Citation
No. 2507618, on April 23, 1985, after observing an unprotected
high voltage cable hung across the No. 3 entry haulage road.
He stated that he was with respondent's safety manager James
Hibbs in a golf cart driving towards the face area, and that
they passed under the cable.  The cable was not guarded in the
area where it crossed the roadway, and he believed that 8 to
10 men would regularly be required to travel under the cable.

On cross-examination, Mr. Dati stated that the haulage
road in question was the main haulage road used by scoops,
jeeps, and men on foot.  The cable was hung on J~hooks but
was not guarded by the pcv plastic pipe material normally
used by the respondent for this purpose.  He observed haulage
equipment travelling the roadway, and he confirmed that it
was possible that the guarding had been knocked off.  He
observed no damage to the cable, and confirmed that he saw
the guard lying by the side of the crosscut.  The condition
was abated within an hour or so.

Safety manager- James Hibbs confirmed that he was with
Inspector Dati when he issued the citation.  He stated that
he could see the cable from a distance as they approached it
in the golf cart, and since a curtain was hung across the
road, he could not see that the cable guard was off.  He
believed the guard had recently been knocked off, and he
observed that the tape used for installing the. guard to the
cable was still present on the cable.  He stated that the
'unit was driving to the left off the main entry, and that the
day in question was the first production morning on the unit.
He had no reason to believe that it was necessary for anyone
to go under the cable before the unit was advanced.

On cross-examination, Mr. Hibbs conceded that men and
equipment regularly used the haul road in question, and would
pass under the cable.  He believed that the cable had not
been unguarded for more than 8 hours, and he did not know how
many men were on the unit.

762explosives could possibly be detonated.
